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Message Text 


LIMITED OFFICIAL USE 

PAGE 01 LIBREV 00010 031126Z 

53 

ACTION AID-31 

INFO OCT-01 AF-10 ISO-00 DRC-01 RSC-01 /044W 

007423 

R031100Z JAN 74 
FM AMEMBASSY LIBREVILLE 
TO AMEMBASSY YAOUNDE 
INFO SECSTATE WASHDC 5117 


LIMITED OFFICIAL USE LIBREVILLE 0010 

E.O. 11652: N/A 
TAGS: EAID, GB 

SUBJ: GABON - SCHWEITZER HOSPITAL 
REP: YAOUNDE 4156; 0009 )1974) 

1. EMBASSY ALSO KEEN TO HAVE DETAILS ON GRANT TO 
SCHWEITZER HOSPITAL. WE HAVE NO LOCAL WORD ON SUBJECT, 
BUT AMBASSADOR HAS RECEIVED PERSONAL MESSAGE FROM 
GUSSMAN, NEW YORK SAYING ONE MILLION DOLLAR GRANT 
AUTHORIZED AND APPROPRIATED AWAITING ONLY PRESIDENT 
NIXON'S SIGNATURE. 

2. DECLASSIPY UPON*RECEIPT. 

MCKESSON 


LIMITED OFFICIAL USE 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: FINANCIAL CONTRIBUTIONS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 03 JAN 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: MorefiRH 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974LIBREV00010 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: LIBREVILLE 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t1 97401 65/aaaacivo.tel 
Line Count: 41 
Locator: TEXT ON-LINE 
Office: ACTION AID 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: LIMITED OFFICIAL USE 
Previous Handling Restrictions: n/a 
Reference: YAOUNDE 4156; 0009 )1974) 

Review Action: RELEASED, APPROVED 
Review Authority: MorefiRFI 
Review Comment: n/a 
Review Content Flags: 

Review Date: 27 AUG 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <27 AUG 2002 by rowelle0>; APPROVED <29-Aug-2002 by MorefiRH> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: GABON - SCHWEITZER HOSPITAL 
TAGS: EAID, GB 
To: YAOUNDE 
Type: TE 
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